PAUL MONROE CO., ST. LOUIS. MO. 


The MacArthur\ Bridge, opened in 1917, was erected 
at a cost of $6,000,(XX).00. It is 2,022 feet long. 
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MacArthur Bridge across Mississippi, from St. Louis to East St. Louis, Ill. 
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